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MONTHLY HIGHLIGHTS REPORT 
Special Security Center 
November 1976 


STATINTL 


1. The Compartmented Information Branch, (CIB), during 
November deleted 1,512 names from the SPECLE Computer and added 
2,143 names bringing the total number of names in SPECLE II to 
WEN on record at the end of November 1976. There were 1,790 
cable actions and 92 briefings and debriefings conducted by CIB 
personnel. Twenty-four (24) hardcopy computer reports and five 
(5) micro fische were supplied to various Intelligence Community 
customers during November. 


2. Three Hundred Thirty-Nine (339) briefings were given 
to 147 CIA employees. In addition 132 briefings were presented 
to 43 non-CIA personnel, as follows: 


U. S. Government Agencies People Briefings 
Justice 4 9 
Agriculture 2 4 
GSA 1 3 
USIA 3 8 
SSCI 4 12 
FBI 1 7 
ERDA 1 2 
DOT 1 1 
NSC 2 6 
Ic Staff 11 52 
Contractors People Briefings 
2 6 
2 4 
STATINTL 1 3 
6 12 
1 2 
1 2 
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3, Thirty-Seven (37) Agency personnel were accredited as 
Emergency Codeword Couriers. 


4. During November actions affecting the SCI accreditation 
of the following organizations were processed: 


a. CIA 


Office of ELINT 
Headquarters 


STATINTL 


b. Other NFIB Members: 


7th Infantry Division 
Fort Ord, California 


9th Infantry Division 
Fort Lewis, Washington 


Special Operations Division, S-3 
The Pentagon 


Office of the Senior Advisor to the General Counsel 
The Pentagon 


c. Contractors of other NFIB Members: 


STATINTL 
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d. Non-NFIB Government Agencies: 


Federal Preparedness Agency 
Round Hill, Virginia 


Office of Presidential Libraries 
Nixon Records Staff 

Federal Records Center 

Suitland, Maryland 


Vice-President's Residence 
Pocantico Hills (Tarrytown), New York 


Intelligence Oversight Board 
Room 432% 

Old Executive Office Building 
Washington, D. C. 


Nuclear Regulatory Commission 
1717 H Street, N. W. 
Washington, D. C. 
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